Fr Foe (ARS 


Realtek Semiconductor Corp. 


REJTE 
Energy Policy 


E RERE LAR RELARAREE Rh 

Implement an energy management system to minimize management system risks. 
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Ensure the provision of necessary information and resources to achieve relevant 
objectives and indicators. 
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Comply with national laws and obligations. 
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Engage all staff in continuous improvement of the management system to enhance 
sustainability. 
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Commit to promoting green procurement to achieve long-term business sustainability. 
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Raise awareness among employees about energy conservation. 


